September 28, 2018 
Speeial Meeting No. 1053A 
Agenda 


1. Roll Call 

A. Request from Members of the Publie to Address the Board 

2. Consideration for Approval of the Following Matters * ** 

A. Oeeupational Disease Disability 

i. FF Alejandrino Diaz, Engine 76.9:00 a. 

ii. Eng. Thaddeus Capjak, Engine 54.11:15a. 

B. Duty Disability 

i. EE Ramon Elores, Engine 127.9:15 a. 

ii. EE Erederick Mann Engine 79.9:45 a. 

hi. PIC Daniel Kelly, Eield Division South Relief.10:15 a. 

C. Denial of Ordinary Disability - Adoption of bindings of Eaet 

i. EE Benjamin C. Ware, Tower Ladder 54. 10:45 a.m. 

D. Applieation for Handieapped Child Annuity Benefits 

i. Miehael Carrol Speeial Needs Trust by Angeline Carol, Trustee.11:00 a.m. 

3. Approval of Board Physieian Reviews of Disability Reeipients * 


* Denotes Action Item 

** Matters Discussed May Require Executive Session in Accordance with the Open Meetings Act. 
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